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‘| NUMBER OF ITEMS AND CATEGORY (Still photographs, negatives, or siltdes) 


DATE OF ExPOSURE Prior to 1945 


CHECK CLASSIFICATION OF PHOTOGRAPHS WHEN SEPARATED FROM THIS FORM. (The classIfication need not be the same.) 
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IS SOURCE APT TO MAKE ADDITIONAL PHOTOGRAPHIC MATERIAL AVAILABLE? { J yes [XX] no 
MAY SOURCE*S NAME BE REVEALED TO GRAPHICS REGISTER, OCD, IF REQUIRED? (EX) Yes (J No 


DESCRIPTION OF MATERIAL 


#1 - Two front views of 6000 ampere ignitron consisting of 12 tubes 
of 500 amperes each, built by Westinghouse Electric Corp. for 
the USSR during World War II. 
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#3 - - This is a front view of a Westinghouse 
» ignitron set built for Aluminum Company of America. 
They will be seen in operation on inside cover of Westinghouse 
publication B-302).A, 


é views of Pictures #1. 
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The ones built for the USSR were not a special type and are the 
Same as they would build for a US customer today /19 Apr 557 
Thepamphlet is for background and is a gift. Z 
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